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Lesson Topic 5-1-1

OVERVIEW

LESSON TOPIC 5-1-1
PURPOSE AND FORMAT OF MAINTENANCE INSTRUCTION MANUALS

In this lesson topic you will study.the purpose and format
of a Maintenance Instruction Manual (MIM) as used in an
operating ship or squadron of the U. S. Navy.  You should

thoroughly understand the purpose and format of the  Table of
Contents, List of Illustrations, List of Tables, and the
information contained in the five sections of the MIM.

The learning objectives for this lesson topic are as follows:

1.  Given a list of statements, select the statement which
correctly describes the purpose of a Maintenance Instruc-
tion Manual (MIM).

2.  Select from a list, the parts of the MIM that provide the
listing of paragraph numbers, figure numbers, table
numbers, and page numbers.

3.  Select from a list of statements, the information contained
in the Introduction Section of the MIM.

4.  Select from a.list, the types of information contained
in the Description and Operation Section of the MIM.

5.  Select from a list, the information you would not
look for in the Organizational Maintenance Section of
the MIM.

6.  Select from a list, the information contained in the
Intermediate Maintenance Section of the MIM.

7.  Select, from a list of items, the information contained
in the Charts and Diagrams Section of the MIM.

NOTE:  All objectives in this lesson topic must be accomplished
with 100 percent accuracy, unless otherwise stated.

Prior to beginning this lesson topic, carefully review the
"List of Study Resources".  Keep in mind that your learning
supervisor can be your most valuable learning resouroe.  Always
feel free to consult with him if you have problems or questions